From: 

Han, Linda (DPH) 

Sent: 

Tuesday, June 14, 2011 2:50 PM 

To: 

Kazianis, Arthur (DPH); Holland, James (DPH); Belanger, Peter (DPH); Stiles, Tracy 
(DPH) 

Subject: 

FW: Fire extinguishers 


From: Dooley, Jacqueline (DPH) 

Sent: Tuesday, June 14, 2011 2:45 PM 

To: Salemi, Charles (DPH); Konomi, Raimond (DPH); Chen, Karen (DPH); Barrows2, Peter (DPH); Borne, Alan (DPH); 
Brian Abbott; Caloggero, Dina (DPH); Calvagna, Patricia (DPH); Connolly, Grace (DPH); Dooley, Jacqueline (DPH); DPH- 
CDC-CMiller; DPH-SLI-ABenjamin; Elvin, Paul (DPH); Erskine, Warren (DPH); Gauthier, Cheryl (DPH); Han, Linda (DPH); 
Hennigan, Scott (DPH); Koszalka, Sue (DPH); Lawler, Michael (DPH); McGuire, Thomas M (DPH); Miller, Charles (DPH); 
Nassif, Julianne (DPH); Nawn, Kathleen (DPH); Nickerson, John; Patti Lautner; Roger Eaton; Smole, Sandra (DPH); Susan 
Godwin; Swanson, Tanya (DPH) 

Subject: FW: Fire extinguishers 

Please see John's email below: 


From: Nickerson, John rmailto:John.Nickerson(a)umassmed.edu1 
Sent: Tuesday, June 14, 2011 2:43 PM 
To: Dooley, Jacqueline (DPH) 

Cc: Williamson, Donald L. 

Subject: Fire extinguishers 


We will be inspecting all fire extinguishers please have some one from your labs put them out side your doors so we can 
inspect and tag them. 

Any questions please call me. 

Thanks 

John 

Don 

Can you have some one available late morning early afternoon? 

John 

John Nickerson 
Facilities manager 
305 South Street. 

Jamaica Plain Ma. 02130 
617-983-6545 
617-9834398 Fax 


1 


Folk OIG PRR 057936 





